MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  04  Township:10N  Range:  1 W  Corner  ID:  Wash  M-01 


Monument  Description  &  Remarks:  Found:  1  1/4"  OD  iron  pipe  with  welded 
plate  "N.E.  COR.  Section  4T10NRIW" 


I,  Kevin  P.  Enright,  Monroe  County  Surve^fttfaer#^  certify  that  this  document  was  prepared  under  my 
direction  in  accordance  with  the  provisiQjtt^|^i^%^2-12-ll  of  the  Indiana  Code;  and  the  above 
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data  is  given  under  my  hand  this  29th ^ay  .of  ^ne^MO. 


Certified  and  sealed  by  the  Monroe  County  Surveyor  Review  Board 
bate:  _ 1 1  ( 0  0 ^ 
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October  13, 2000 


